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ORIGIN CU-04 

INFO OCT-01 EA-09 ISO-OO /014 R 

DRAFTED BY CU/IVP/V:TAJOHNSON:ATP 
APPROVED BY CU/IVP/V:E.J.MANSMANN 
EA/J:CHARLES KARTMAN (PHONE) 

DESIRED DISTRIBUTION 
CU/EA:M.CARIAGA 

053818 

R 280332Z PEB 76 
FM SECSTATE WASHDC 
TO AMEMBASSY TOKYO 

UNCLAS STATE 048973 

E.O. 11652: N/A 

TAGS: OEXC (NATIONAL DIET DELEGATION) 

SUBJECT: VOLUNTARY VISITORS - NATIONAL DIET DELEGATION 

REF.: TOKYO 2119; STATE 44971 

1 . MAYOR WASHINGTON'S OFFICE ADVISES THAT THE MAYOR DE- 
LIGHTED IN PRINCIPLE FOR SUBJECT GROUP PAY COURTESY CALL 
DURING PROPOSED VISIT, IF HE IS AVAILABLE. SINCE GROUP'S 
TRAVEL PLANS UNCERTAIN, MUST BE NON-COMMITTAL THIS FAR IN 
ADVANCE. LIMITED BUDGET PRECLUDES ANY KIND OF ENTERTAIN- 
MENT FOR GROUP THIS SIZE. 

2. PLEASE BE ADVISED THAT MAYOR'S DAILY SCHEDULE ERRATIC, 
UNPREDICTABLE AND SUBJECT TO CHANGE ON HOURLY BASIS. FIRM 
APPOINTMENTS OFTEN CANCELLED DUE TO SUDDEN EMERGENCIES 
BEYOND CONTROL. TO AVOID DISAPPOINTMENT AMONG GROUP 
MEMBERS, TRIP SHOULD BE DISCOURAGED IF SOLELY TO SEE THE 
MAYOR. MEETING MAY BE IMPOSSIBLE. OTHER SUBSTANTIVE, 
PROFESSIONAL INTERESTS WOULD MAKE TRIP MOST WORTHWHILE FOR 
GROUP, AND DEPARTMENT WOULD BE PLEASED TO SET UP. 
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3. MAYOR'S OFFICE REALIZES THIS MOST PRESTIGIOUS GROUP AND 
WILL DO ITS BEST TO RECEIVE WHEN DATES OF TRIP ARE 
FINALIZED. ADVISE. INGERSOLL 
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*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 28 FEB 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE048973 

Document Source: CORE 

Document Unique ID: 00 

Drafter: TAJOHNSON:ATP 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: D760076-0968 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760297/aaaageqk.tel 

Line Count: 68 

Locator: TEXT ON MICROFILM, TEXT ON-LINE 
Office: ORIGIN CU 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STATE 44971 
Review Action: RELEASED, APPROVED 
Review Authority: castelsl 
Review Comment: n/a 
Review Content Flags: 

Review Date: 20 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20 JUL 2004 by schwenja>; APPROVED <24 AUG 2004 by castelsl> 

Review Markings: 
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US Department of State 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> gwr 970922 

Subject: VOLUNTARY VISITORS - NATIONAL DIET DELEGATION 
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